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Product  Flammability,  Vol.    1,    305-353,   December  1974. 
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Test  for  Flooring  Materials.     Final  Report. 
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meric Materials,  In:     Fire  Safety  Research, 
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Safety  Research,  5-15. 
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Safety  Research,  1-4. 
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NBS  Urges  Charcoal  Grill  Safety.     NBS  Dimensions,  Vol.  58, 

No.  7,  161,  July  1974.  GPO;  SD  Catalog  No.  C13. 13:58/7; 
$0.65. 

New  Fire  Research  Building.     NBS  Dimensions,  Vol.    58,  No.  6, 
123-124,  June  1974.     GPO;   SD  Catalog  No.  C13.13:58/6; 
$0.65. 

Nursing  Homes  .    .    .  and  a  Fire  Connection.     NBS  Dimensions, 
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E.     National  Bureau  of  Standards  Standard 

Is  Sleepwear  Safe?     NBS  Standard,  Vol.   19,  No.   22,  3, 
October  23,  1974. 
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Amerind  Publishing  Co.  Pvt.  Ltd. 

Ryabov,   I.V.,  Baratov,  A.N.   and  Petrov,   I.I.,  Eds., 
Problems  in  Combustion  and  Extinguishment;  Collection 
of  Articles.     Translated  from  Russian.  Ail-Union 
Scientific  Research  and  Experimental  Construction, 
Institute  of  Fire  Prevention  Service,  MOOP  of  the 
USSR.     Published  by  the  Amerind  Publishing  Co.  Pvt. 
Ltd.,  New  Delhi  for  the  National  Bureau  of  Standards, 
U.S.  Department  of  Commerce,  and  the  National  Science 
Foundation,  Washington,  D.C.   1974.     NTIS  Order  No. 
TT  71-58001;  $7.50. 

Factory  Mutual  Research  Corporation 

Markstein,  G.H.   and  deRis,  J.  Dynamics  of  Textile  Fires. 
Final  Report.     FMRC  Serial  No.   2-588-1.     NBS  Contract 
2-36011.     March  1974.     NBS-GCR-75-34 .     NTIS  Order  No. 
COM-75-10128;  $4.25. 

Massachusetts  Institute  of  Technology 

Backer,  S.,  Tesoro,  G.C. ,  Toong,  T.Y.   and  Moussa,  N.A. 
Textile  Fabric  Flammability ;  a  Report  on  Research 
Programs  Sponsored  by  the  Government  Industry  Research 
Committee  on  Flammable  Fabrics   (GIRCFF)   and  the  Office 
of  Flammable  Fabrics,  National  Bureau  of  Standards, 
Washington,  D.C,  June  1974.  GIRCFF. 


5 


IV.     Author  Index 


B 

Backer ,  S . ,  5 
Baratov,  A.N. ,  5 
Birky,  M.M. ,1,3 
Brannigan,  F.L.,  3 
Braun,  E .  ,  3 
Bright,  R.G. ,   1,   2 ,  3 
Buchbinder,   B. ,  3 
Buchbinder,  L.B.,  1 
Bukowski,   R.W. ,  3 
Butler ,  M. J. ,  3 


C 

Chien,  W.P. ,  1 
Custer,  R.L.P. ,  2 


D 

Denyes,  W. ,  1 
deRis,  J. ,  5 

E 

Einhorn,   I.N.,   1,  3 


F 

Fang,  J.B. ,  3 


G 

Gross ,  D. ,  3 
Grunnett,  M.L.,  3 


H 

Harrison,  G.A. ,  1 
Hartzell,  L.G. ,1,2 
Hastie,   J.W. ,  3 
Houser ,   J. L. ,  3 
Huggett,  C. ,  4 

6 


I 

Issen,   L.A. ,  4 


J 

Jason,  N.H. ,  2 


K 

Kanakia,  M.D. ,  1 
Kashiwagi,  T. ,   1,  4 
King,  T.Y. ,  4 
Krasny ,  J.F . ,  2 
Ku,   R. ,  4 


L 

Lee ,  T.G.  ,  2 ,  4 
Lyons ,  J.W. ,  4 


Markstein,  G.H.,  5 
Moussa,  N.A. ,  5 


P 

Packham,  S . C . ,  3 
Parker,  W. J. ,   2 ,  4 
Petajan,  J.H. ,  3 
Petrov,   I .  I .  ,  5 


Q 

Quintiere,  J.,   1,  4 


R 

Robertson,.  A. F. ,  1 
Rockett,  J. A. ,  4 
Rubin ,  A. I . ,  2 
Ryabov,   I . V. ,  5 


s 


V 


Saunders  ,   P . B  .  ,  4 
Seader ,   J. D . ,   1 ,  3 
Sinnott,   G. ,  4 
Slater  ,  J. A. ,  3 


T 


Tesoro,  G.C. ,  5 
Toong,   T. Y. ,  5 
Tovey,   H. ,  1 
Tyrrell,   E.A. ,  2 


Vickers,  A.K.,    2,  3 
U 

Utech,  H.P. ,  2 
W 

Winger ,   J . H . ,  3 


7 


NBS-114A  (REV.  7-73) 


U.S.  DEPT.  OF  C3MM. 

BIBLIOGRAPHIC  DATA 
SHEET 

1.  PUBLICATION  OR  REPORT  NO. 
NBSIR 

2.  Gov't  Accession 
No. 

3.  Recipient's  Accession  No. 

4.  TITLE  AND  SUBTITLE 

FIRE  RESEARCH  PUBLICATIONS,  1974 

5.  Publication  Date 

June  1Q7S 

6.  Performing  Organization  Code 

7.  AUTHOR(S) 

N.  Jason 

8.  Performing  Organ.  Report  No. 

9.  PERFORMING  ORGANIZATION  NAME  AND  ADDRESS 

NATIONAL  BUREAU  OF  STANDARDS 
DEPARTMENT  OF  COMMERCE 
WASHINGTON,  D.C.  20234 

10.  Project/Task/Work  Unit  No. 

491  3678 

11.  Contract/Grant  No. 

12.  Sponsoring  Organization  Name  and  Complete  Address  (Street,  City,  State,  ZIP) 

same  as  No.  9 

13.  Type  of  Report  &  Period 
Covered 

F  i  n a  1 

14,  Sponsoring  Agency  Code 

15.  SUPPLEMENTARY  NOTES 


16.  ABSTRACT  (A  200-word  or  less  factual  summary  of  most  significant  information.    If  document  includes  a  significant 
bibliography  or  literature  survey,  mention  it  here.) 

"Fire  Research  Publications,  1974"  is  a  supplement  to  the 
previous  editions  which  covered  the  years  1969-1972   (NBSIR  73-246) 
and  1973    (NBSIR  74-511) .     Only  publications  prepared  by  the 
members  of  the  Center  for  Fire  Research   (CFR) ,  by  National 
Bureau  of  Standards   (NBS)   personnel  under  contract  or  grant 
to  the  CFR,  or  by  NBS  personnel  or  external  laboratories 
under  contract  or  grant  from  the  CFR  are  cited.  Articles 
published  in  NBS  house  organs  also  are  cited. 


17.  KEY  WORDS  (six  to  twelve  entries;  alphabetical  order;  capitalize  only  the  first  letter  of  the  first  key  word  unless  a  proper 

name;  separated  by  semicolons)  Bibl iogr aphies ;  construction  materials ;  Operation 
BREAKTHROUGH;  fire  departments;  fire  tests;  flammability  tests;  flame 
spread  test;   flammable  fabrics;  protective  clothing;  building  fires. 


18.  AVAILABILITY                        fx)  Unlimited 

19.  SECURITY  CLASS 
(THIS  REPORT) 

21.  NO.  OF  PAGES 

|     \  For  Official  Distribution.    Do  Not  Release  to  NTIS 

UNCL  ASSIFIED 

11 

^)  Order  From  Sup.  of  Doc,  U.S.  Government  Printing 
Washington,  D.C.  20402.  SD  Cat.  No.  C13 

Office 

20.  SECURITY  CLASS 
(THIS  PAGE) 

22.  Price 

|  A!  Order  From  National  Technical  Information  Service 
Springfield,  Virginia  22151 

(NTIS) 

UNCLASSIFIED 

$3-25 

U5COMM-DC  29042-P74 


^6-19^ 


